To:  Way,  Steven[way. steven@epa.gov] 

From:  Brown  - DNR,  Kirstin 

Sent:  Wed  2/12/2014  9:15:37  PM 

Subject:  Gold  King  Composite  Mine  Plan 

The  lowest  level  of  the  Gold  King  is  the  Level  7. 

Attached  is  the  composite  mine  plan. 

GK7  is  at  1 1480,  there  is  shaft  that  goes  a little  lower  - probably  to  collect  water  to  dewater  the 
mine. 
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